INDEX. 


Accounting, water-works. Joun F. J. MutHatt. With disc. 395-411, 
Dec. 

Appraisal of water-works property, Maine water districts. Harvey D. 
Eaton. With disc. 147-162, June. 

Augusta, Me. Typhoid epidemic. Grorce C. WuIppLe and ERNEST ¢ 
Levy. 163-214, June. 


Bacteria, passage of, through walls of parchment and collodion sacs. 
GerorceE A. JoHNSON. 507-509, Dec. 
Bancroft, LewisM. Treasurer’s annual report for 1904. 125-130, Mar. 
Barchet, S. P. Notes on the use of copper in China. (Symposium on 
copper.) 575-576, Dec. 
Barrows, Harold K. Some features of estimating stream flow in New 
England. 437-450, Dec. 
Book Notices. 
Cement and concrete. L.C.Sasin. 239, June. 
Report of the New York bay pollution commission. 587, Dec. 
Thirty-sixth annual report of the state board of health of Massachu- 
setts. 587, Dec. 
Water and public health. James H.Fuertes. 146, Mar. 
Bowers, George, PresNEWWA. Portrait. Facing 147, June. 
Bowman, F.M. Water tank and tower for East Providence, R.I. With 
disc. 55-65, Mar. 
Brooks, Edwin C. President’s annual address. 120-123, Mar. 
Brown, C. Arthur. Discussion in symposium on copper. 577-580, Dec. 


Calorimetric value of fuels. H. J. Witt1ams. With disc. 90-113, Mar. 

Chase, John C. Presentation of gavel. 119,120, Mar. 

Chelsea, Mass. Repairs to lining of Powder Horn Hill reservoir (Metro- 
politan Water Works). Cates Mitts SAVILLE. 66-75, Mar. 

Clark, Harry W. The use of copper sulphate in water filtration. (Sym- 
posium on copper.) 503-505, Dec. 

Coffin, Freeman C. (chairman). Report of committee on meter rates. 
Sept 13,05. Withdisc. 322-360, Sept. 

Columbus, Ohio. Typhoid fever epidemic, 1904. R. WINTHROP PRatT. 
211-214, June. 

Compressed air, hydraulic, in Connecticut. J. HerBertT SHEDD. With 
disc. 1-20, Mar. 
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Concrete-steel water tower and standpipe at Fort Revere, Hull, Mass. 
LeonarD S. Doten. With disc. 33-42, Mar. 

Cook, Henry A. Died Jani1o,o5. Obituary 142, Mar. 

Copper sulphate and metallic copper for removing organisms and bacteria 
from water —asymposium. 474-582, Dec. 


Dam, concrete, with automatic flash-boards. J. HERBERT SHEDD. 1-8, 
Mar. 

Dam, Haskell’s Brook, Gloucester, Mass. (Earth embankment.) HEr- 
MAN W. SPOONER. 27-32, Mar. 

Dam, newCroton. Views. Facing 380, Sept. 

Detector Meter, tests of. 280, 281, Sept. Description of. 309, 310, 

Sept. : 

Direct pumping method of water supply in use at Taunton, Mass. GEORGE 
A. Kine. 21-26, Mar. 

Doten, Leonard S. Description of the concrete-steel water tower and 
standpipe at Fort Revere, Hull, Mass. Withdisc. 33-42, Mar. 


Eaton, Harvey D. The Maine water districts and — With disc. 
147-162, June. 
Editor, report of, for 1904. 131-133, Mar. 


Ellms, Joseph W. Behavior and uses of copper sulphate in the vain 


cation of hard and turbid waters. (Symposium on copper.) 496- 
503, Dec. , 


Fales, Frank L. Died Oct 5,05. Obituary 383, Sept. 

Fels, August. Died July 3,05. Obituary 383, Sept. 

Fire-service devices and large meters, tests of. Wm. F.SuLLIVAN. 264-290, 
Sept. 

Fire-service meters. Epwarp V.FrencH. Withdisc. 291-321, Sept. 

Flash-boards, automatic. J. HERBERTSHEDD. 6-8,Mar. 

Flow of streams, estimating, in New England. Haroitp K. Barrows. 
437-450, Dec. 

Foster, E. H. Superheated steam in pumping engines. With din, 
76-89, Mar. 

French, Edward V. Fire-service meters. With disc. 291-321, Sept. 


113, Mar. 


With disc. 422-436, Dec. 

Gloucester, Mass., Haskell’s Brook reservoir and dam.- HERMAN Ww. 
SPOONER. 27-32, Mar. 

Goodnough, X.H. Experiments upon the removal of islasoienaia organ- 
isms from ponds and reservoirs by the use of ene milphese: 

(Symposium on copper.) 525-536, Dec. 


Fuels, determining the value of. HeEnry J. Wittiams. With disc.’ go— 


Gerrish, W. B. The municipal water-softening plant at Oberlin, Ohio. i 


| 

‘ 
F 

3 
Py 


INDEX. Vv 


Haskell’s Brook reservoir and dam, Gloucester, Mass. Herman W. 
SPOONER. 27-32, Mar. 

Hollis, Frederick S.. Discussion in symposium on copper. 571-573, Dec. 

Hose and hydrant threads, of committee on. With disc. 385-304, 
Dec. 

Hull, Mass. Water tower and standpipe at Fort Revere. L. S. Doren. 
With disc. 33-42, Mar. 

Hydrant and hose threads, report of committee on. With silos: 385-394, 
Dec. 

Hydraulic compressed air in Connecticut. J. HERBERT SHEDD. With 
disc. 1-20, Mar. | 


ce, expansion of, in freezing. DrsmMonp FitzGERALp. 63, Mar. 


Jackson, Daniel D. Destruction by copper sulphate of typhoid fever 
germs. (Symposium on copper.) 483-486, 563-568, Dec. 

Johnson, George A. The use of copper sulphate in reducing the patho- 
genicity of sewage and sewage effluents. (Symposium on copper.) 
506-525, Dec. 

Joints, in compressed air pipes. J. HERBERTSHEDD. 12, Mar. 


Kellerman, Karl F. Discussion in symposium on copper. 526, 527, Dec. 

Kent, Willard. Secretary’s report for 1904. 123-125, Mar. 

Kennebec Valley typhoid fever epidemic of 1902-3. GrorGE C. WHIPPLE 
and Ernest C. Levy. With disc. 163-214, June. 

King, George A. The direct pumping method of water supply in use at 
Taunton, Mass. 21-26, Mar. ; 

Kraemer, Henry. The use of metallic copper for the purification of 
drinking water. (Symposium on copper.) 487-491, Dec. 

Kréhnke, B. Suggestions for the improvement and sterilization of sur- 
face water by chemical methods, with special reference to the Elbe 
water at Hamburg. Trans. by ANDREW Mayer, Jr. (Symposium 
on copper.) 551-561, Dec. 


Levy, Ernest C., and Whipple, George C. The Kennebec valley typhoid 
fever epidemic of 1902-3. With disc. 163-212, June. 


McLean, Hugh. Meter rates (topical discussion). 43-46, Mar. 
Maine water districts and appraisals. Harvey D. Eaton. With disc. 
147-162, June. 
Marion, J. A. Died Dec 2, 04. Obituary 142, 143, Mar. 
Mason, William P. 
The relation of intensity of typhoid fever to character of water 
carriage. Withdisc. 412-421, Dec. 
The use of copper sulphate to guard against typhoid fever epidemics 
coming from unpurified surface water supplies. (Symposium on 
copper.) 481-483, Dec. 
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Mayer, Andrew, Jr. (Trans.) Suggestions for. the improvement and 
sterilization of surface water by chemical methods with special 
reference to the Elbe water at Hamburg. By B. Kréunxe. (Sym- 

posium on copper.) 551-561, Dec. 

Merrill, Frank E. Meter rates (topical discussion.) 51, 52, Mar. 

Meters, fire service. Epwarp V. Frencu. With disc. 291-321, Sept. 

Meter rates. 

Report of oiaeeiiee, Sept 13,05. With disc. 322-360, Sept. 
Topical discussion. Novg,04. 43-54, Mar. 

Meters, tests of large. Wm. F.SuLtivan. 264-290, Sept. 

Metropolitan water works, repairs to lining of Powder Horn Hill reservoir, 
Chelsea. M. SaviILLE. 66-75, Mar. 

Mississippi River as source of water supply for inhabitants of the Mississippi 
valley. Erastus G. SMITH. 215-231, June. 

Moore, George T. The use of copper sulphate as an algicide. (Sym- 
posium on copper.) 474-481, Dec. 

Mulhall, John F. J.. Water-works accounting. With disc. 395-411, 
Dec. 


Newcomb, Edwin L. Copper sulphate as an adjunct to sewage disposal. 
(Symposium on copper.) 573-575, Dec. 
NE W W Association. 
Committee on meter rates, report, Sept 13,05. 322-360, Dec. 
Constitution amended Mar 8,05. 233-235, June. 
Executive committee proceedings. 
‘Dec 14,04. 139, Mar. 
Jan 11,05. 139, Mar. 
Feb 8, 05. 140, Mar. 
May 11,05. 238, June. 
June 28, o5 (renewal of lease). 382, Sept. 
Sept 13-15, 05. 382, Sept. : 
Nov 8, 05. 584-585, Dec. 
Meetings. 
Dec 14,04. 114-118, Mar. 
Jan 11, 05 (annual). 118-136, Mar. 
Feb 8,05. 137, 138, Mar. 
Mar 8,05. 232-236, June. 
June 28, 05 (Attleboro, Mass.). 361-364. 
Sept 13-16, 05. Twenty-fourth annual convention, New York City. 
364-381, Sept. 
Nov 8, 05. 583-584, Dec 
Members. Obituary. 
* Cook, Henry A. 142, Mar. 
*Fales, Frank L. 383, Sept. 
Fels, August. 383, Sept. 
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‘Marion, J. A. 142, 143, Mar. 
-Otis, John P. K. 143, 144, Mar. 
- Pease, Aurelius G. 586, Dec. 
‘Pope, Macy S.  144~146, Mar. 
New York metropolitan district water supplies, with special reference to 
purification. GrorceEC. WHIPPLE. 451-473, Dec. 


Oberlin, Ohio. Municipal water-softening plant. W.B.Gerrisu. With 
disc. 422-436, Dec. 
Otis, John P.K. Died Dec 31,04. Obituary 143, 144, Mar. 


Pease, Aurelius G. Died Sept 20,05. Obituary 586, Dec. 

Phelps, Earle B. Discussion in symposium on copper. 537-539, Dec. 

Pope, Macy S. Died Dec10,04. Obituary 144-146, Mar. 

Pratt, R. Winthrop. Typhoid fever epidemic at Columbus, Ohio, 1904. 
211-214, June. 

President’s annual address. Epwin C. Brooks. 120-123, Mar. 

Pumping directly into mains, Taunton, Mass. Grorce A. Kinc. 21-26, 
Mar. 

Purification of water supplies in New York metropolitan district. GrorcE 
C. WHIPPLE. 451-473, Dec. 


Rates for metered water, report of committee. Sept 13,05 With disc. 
322-360, Sept. 
Haskell’s Brook, Gloucester, Mass. H.W.SPooNnER. 27-32, Mar. 
Powder Horn Hill, Chelsea, Met W W, repairs to lining. C. M. SaviLLe. 
66-75, Mar. 


Saville, Caleb Mills. Repairs to the lining of a small reservoir on Powder 
Horn Hill, Chelsea, Mass. (Met WW). 66-75, Mar. 
Secretary’s annual report for 1904. 123-125, Mar. 
Shedd, J. Herbert. Hydraulic compressed air in Connecticut. With 
disc. 1-20, Mar. 
Sherman, Charles W. 
Meter rates (topical discussion). 52, 53, Mar. 
Report of editor for 1904. 131-133, Mar. 
Water-works statistics for 1904. 241-263, Sept. 
Sherrerd, Morris R. Meter rates (topical discussion). 46-48, 53, Mar. 
Smith, Erastus G. The Mississippi River as the source of water supply 
for the inhabitants of the Mississippi valley. 215-231, June. 
Smith, Herbert E. The toxicology of copper and its relation to the copper 
treatment of water. (Symposium on copper.) 491-496, Dec. 
Soper, George A. Discussion in symposium on copper. 541-546, Dec. 
Spooner, Herman W. Haskell’s Brook reservoir and dam, Gloucester, 
Mass. 27-32, Mar.. 
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Standpipe, concrete-steel, at Fort Hevea, em, Mass. L. S. Doren. 
With disc. 33-42, Mar. 

Standpipe. See Water tank. z 

Statistics of water works for 1904. 241-263, Sept. ; 

Sullivan, William F. Tests of — meters and fire-service devices. 
With disc. 264-290, Sept. 

Superheated steam in pumping engines. E. H. Foster. With disc. 

76-89, Mar. 


Taunton, Mass., direct pumping system of , water pra GeorGE A. 
Kine. 21-26, Mar. 
Tests of large meters and fire-service devices. Wm. F. SULLIVAN. With 
disc. 264-290, Sépt. 
Thomas, Robert J. Meter rates (topical discussion). 48, 49, Mar. 
Treasurer, report of, for 1904. 125-130, Mar. 
Typhoid bacteria, longevity of. GrorGE A. JOHNSON. 506-509, Dec. 
Typhoid fever. 
At Columbus, Ohio, in 1904. R. W. Pratt. 311-314, June. 
Epidemic in Kennebec valley, 1902-3. G.C. WHIPPLE and E. C. Levy. 
With disc. 163-214, June. 
Intensity of, in relation to character of water carriage. W. P. Mason. 
With disc. 412-421, Dec. 


Uniformity of hose and hydrant threads. Baa of committee. 385- 
394, Dec. 


422-436, Dec. 
Water supplies of the New York metropolitan district, with special refer- 
ence to their purification. GrorGEC. WHIPPLE. 451-473, Dec. 
Water tank and tower for East Providence, R.I. F.M. Bowman. With 
disc. 55-65, Mar. 

Waterville, Me., Kennebec water district. Harvey D. Eaton. 147- 
162, June. 

Waterville, Me., typhoid fever epidemic. G. C. Wuippie and E.C. 
163-214, 

Water-works accounting. JoHn F. J. With disc. 

Water-works statistics for 1904. 241-263, Sept. 

_—— Robert Spurr. Discussion in symposium on copper. 540,541, 


‘eax George C. The water supplies of the New York Metropolitan 
district, with special reference to their purification. 451~—473, Dec. 
And Ernest C. Levy. The Kennebec valley typhoid fever epidemic of 
1902-3. Withdisc. 163-214, June. 
Williams, Henry J. The advantage of a scientific basis her determining 
~the value of fuels. Withdisc. go—113, Mar. - 
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